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Automation of the Smoke Laboratory 

The internal studies regarding the automation of the smoke laboratory 
are finished. A,presentation of the project will be made beginning 
of May. 

Cigarette Compressibility 

All the orders for the new series of instruments were placed (electronic 
control panels, measuring instruments, mechanical parts, etc.)i. 

Pressure Drop and Dilution: Instrument ex Richmond 

The studies for the connection of a statistical calculator to the 
PDI/DDI have started. 

Paper Porosity 

A new series of 3 instruments for the determination of the paRer porosity 
was produced. 

Pressure Drop and Dilution Instrument ex FTR 

We have started the production of a series of 10 instruments for the 
measurement of RTD and dilution of cigarettes. 
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